Chief Officer 
2nd Officer 
Snr 3rd Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Radio Officer 
Purser 


Chief Officer 
2nd Officer 
Snr 3rd Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Radio Officer 
Purser 


Lancashire IV 
General Cargo - 16,707 d.w.t. 


1982 Ashcourt Shipping Corporation - Sultan Shipping Co, 
Monrovia,renamed VIRGINIA 

1985 Mediterranean Ocean Navigation Co, Panama. 
Renamed ANTIBES 

1986 Tor Point Enterprises Inc. - Amer Shipping Ltd., 
Panama. Renamed AMER ASHA. Call Sign 3EDJ4 

1998 Broken up at Alang 


http://sunderlandships.com/view.php?official_ number=&imo=& 
builder=&builder_eng=&year_built=&launch_after=&launch_bef 


ore=&role=&type_refi=&propulsion=&owner=&port=&flag=&dis 
posal=&lost=&ref=100565&vessel=_LANCASHIRE 





Winter 1963 


(01/03/1964) 


Captain Hagley R.L 
Chief Eng Officer Jones R.M 


Hine D 
Horn M.J 
Willard C.J 


2nd Eng Officer 
3rd Eng Officer 
4th Eng Officer 





Faichney D 
King H.M 
Brassington G.J 


Pinder T.L 5th Eng Officer Hume J 
Cameron R.K 6th Eng Officer Ferris P.J 
Malpass N.H Engineer Cadet Stevenson W.A 
Jones M.A Electrical Officer Cull B.P 
Ferry W.G 
Ashley E 

Carpenter Mulvain A 

Autumn 1964 
(14/10/1964) 
Captain Fitch N.F 
Chief Eng Officer Jones R.M 

Hine D 2nd Eng Officer Johnson Q.S 
Horn M.J 3rd Eng Officer King H.M 
Willard C.J 4th Eng Officer Valentine F.J 
Cameron R.K 5th Eng Officer Hume J 
Malpass N.H 6th Eng Officer Ferris P.J 
Jones M.A Electrical Officer Cull B.P 
Ferry W.J 
Ashley E 


Carpenter McMullan J 





Chief Officer 
2nd Officer 
Snr 3rd Officer 
Jnr 3rd Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Radio Officer 
2nd Radio Officer 
Purser 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 

Radio Officer 

2nd Radio Officer 
Purser 


Moore A.R 
Lightfoot A.F 


Spring 1965 


Captain Sheldrake L.H 


2nd Eng Officer 
3rd Eng Officer 


Chief Eng Officer Guthrie A 


Cuthbertson G.M 
Brassington G.J 





Coventry P.H.S 4th Eng Officer Smith M.D 
Paulusz H 5th Eng Officer Johnston J.M 
Morris T.M 6th Eng Officer McGregor |.A 
Flavin D.P.R Electrical Officer Dunn R.B 
Cameron R.K 
Malpass N.H 
Jones M.A 
Alcock D 
Lakin S 
Kays W.H 
Carpenter RaveraA.S 
Autumn 1965 
(15/11/1965) 
Captain Moore A.R 
Chief Eng Officer Guthrie A 
Monteith D.C 2nd Eng Officer Hughes G.K 
Mobberley D.H 3rd Eng Officer Bell W.C 
Hornby P.R 4th Eng Officer Pritchard J.| 
Parker M.A 5th Eng Officer Dalton J 
Flavin D.P.R 6th Eng Officer McGregor I.A 
Morris T.N Engineer Cadet Nixon P 
Alcock D Engineer Cadet Stevenson W.A 
Lakin S Electrical Officer Bailey P 
Kays W.H 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Spring 1967 


(20/05/1967) 


Captain Weir R 
Chief Eng Officer Cowie A.D 





Preshaw A.G 2nd Eng Officer Lindsay W.P 
Kingsmill M 3rd Eng Officer Robinson A.J 
Kumarasinghe K.R 4th Eng Officer Measor P 
Bredow J.H 5th Eng Officer Gillespie |.W 
Kendrick R.F.A 6th Eng Officer Stanyer A.T 
Morgan A.J.L Electrical Officer Houston D 
Scorgie J 
Ashley E 
Carpenter Lee J 
Autumn 1967 
(21/11/1967) 
Captain Swift K.G.P 
Chief Eng Officer Harrison S.H 
Tyrrell M.J 2nd Eng Officer Smith M.D 
Marton C 3rd Eng Officer Moss J.H 
Cameron R.K 4th Eng Officer Hallgreen J.L 
Watts J.S 5th Eng Officer Auckland B 
Watson C.T 6th Eng Officer Grosvenor N 
Stewart R.| Engineer Cadet Johnson A.G 
Folley W.D Engineer Cadet Blaxland M 
Bolton C.R Electrical Officer Thomas A 
Callon J 


Carpenter Langan D 





Chief Officer 
2nd Officer 
Uncert Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 
Radio Officer 
Purser 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 


Summer 1968 


(22/06/1968) 


Captain Woodfield J.R 
Chief Eng Officer Marsh T.E 


Nisbet M.R 2nd Eng Officer 
Lee S.J 3rd Eng Officer 
Parker M.A 4th Eng Officer 
Raeburn-Ward A.D 5th Eng Officer 
Tracey J.P 6th Eng Officer 
Bruce D.A Engineer Cadet 
Barradell R.H Electrical Officer 
Miley D 


Carpenter Walker J.R 





Summer 1969 


(30/06/1969) 


Bartrop C.J 
Lambert P.W 
Carling T 
Williamson W.M 
Jones P.K 
Webster A.D 
Macaulay S.W 


Captain Woodfield J.R 
Chief Eng Officer Brown L.G 


Philip B.P 2nd Eng Officer 
Dove J 3rd Eng Officer 
Morris T.N 4th Eng Officer 
Buckley P 5th Eng Officer 
Williams P.G 6th Eng Officer 


Electrical Officer 
Carpenter Blakely W.A 
Serang (Deck) Gupta S.D 
Serang (Engine) Dass A.M 





Durward K 
Lambert P.W 
Mullaly A.E 
Taylor G 
Douglas P.F 
Heaton A 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 

Radio Officer 

Purser 


Chief Officer 

2nd Officer 

Ext Chief Officer 
3rd Officer 

Deck Cadet 

Deck Cadet 
Radio Officer 

2nd Radio Officer 
Purser 


Winter 1969 


(25/12/1969) 


Captain Woodfield J.R 
Chief Eng Officer Brown L.G 





Philip B.P 2nd Eng Officer Durward K 
Dove J 2nd Eng Officer Lambert P.W 
Morris T.N 4th Eng Officer Mullaly A.E 
Williams P.G 5th Eng Officer Taylor G 
Emmett R.P 6th Eng Officer Douglass P.F 
McNeil R Electrical Officer Heaton A 
Carpenter Blakely W.A 
Serang (Deck) Singh J 
Cook Toyab 
Storekeeper Hussain M 
Spring 1973 
(01/04/1973) 
Captain Moore A.R 
Chief Eng Officer Ashcroft T.S 
Lightfoot A.F 2nd Eng Officer Mcintyre P.A 
Blackler K.G 3rd Eng Officer Kenyon J 
Collins J.R 4th Eng Officer Hutton R.A 
Scrimgour P Ext 4th Eng Officer Bauchop L.D 
Nield R.T Jnr Eng Officer Rayson S.W 
Mortensen A.R Electrical Officer Thomas D.H 
Fell A.E 
Pardoe T.R 
McNeil R 


Carpenter 


Blaze R 





Chief Officer 
2nd Officer 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Chief Officer 

2nd Officer 
Uncert 3rd Officer 
Deck Cadet 

Deck Cadet 

Radio Officer 
Purser 


Autumn 1973 


(07/10/1973) 


Captain Lightfoot A.F 
Chief Eng Officer Jones R.M 





Stevenson G.B 
Hutton R.A 
Slater J.A 
Escott C.M 
Pritchard S.L 
Hughes J.H 
Sowerbutts M.T 
Grange | 


Nash B.E 
Ratcliffe P.J 
Bell E.A 
Burke C 
Quayle G.T 
Mahoney K.D 


Bowers K.P.G 2nd Eng Officer 
McLeod D.T 3rd Eng Officer 
Hodgson R 3rd Eng Officer 
Aindow J.A 4th Eng Officer 
Walsh J.D Cadet Act 5th Eng Officer 
Balmer T.H Engineer Cadet 
Engineer Cadet 

Electrical Officer 

Carpenter Blaze R 
Winter 1973 
(19/02/1974) 
Captain Weir R 
Chief Eng Officer Brown L.G 

McKenna F.D 2nd Eng Officer 
Knowles R.J.P Ext 2nd Eng Officer 
McDowell D.C 3rd Eng Officer 
Winder L.G.C 4th Eng Officer 
Dickin K.N Engineer Cadet 
Freeman P Engineer Cadet 
Oates J.W.H Electrical Officer 


Carpenter Blaze R 


Biggam M.J.E 


Chief Officer 

2nd Officer 
Uncert 3rd Officer 
Deck Cadet 

Deck Cadet 

Radio Officer 
Purser 


Chief Officer 

2nd Officer 
Uncert 3rd Officer 
Deck Cadet 

Deck Cadet 

Deck Cadet 

Radio Officer 
Purser 


Summer 1974 


(18/09/1974) 


Robins M.R 
Knowles R.J.P 
Joy P.T 
Thalwell A.G 
Wheatly A.G 
Hopwood W.S 
Whitefoot-Greenland T. 
Carpenter 
Serang (Deck) 
Serang (Engine) 
Cook 
Storekeeper 


Captain Moore A.R 
Chief Eng Officer Milligan T.W 
2nd Eng Officer Hay W 
3rd Eng Officer Turner W.G 
Jnr Eng Officer Watson L.A 
Engineer Cadet Twemlow A.J 
Engineer Cadet Jones R.C 
Electrical Officer Burgess G.R 
Trainee Elect Officer Haddock C.M 
Miller A.J 
Dhar A.C 
Chatterjee S.N 
Toyab 
Elias M 





Winter 1974 


(01/03/1975) 


Wyatt R.H.W 
Jones P.D 
Blacklock M.J 
Greenall C.E 
Milligan J.M 
Hollis D.J 
Breivik P.R 
Grey R.W 
Carpenter 
Serang (Deck) 
Serang (Engine) 
Cook 
Storekeeper 


Captain Moore A.R 
Chief Eng Officer Crowe W 
2nd Eng Officer Lindsay W.P 
3rd Eng Officer Hodgson W.A 
4th Eng Officer Williams R 
5th Eng Officer Wild R.H 
Jnr Eng Officer Stevenson S 
Engineer Cadet Brown W 
Engineer Cadet Grattidge A.P 
Electrical Officer Burgess G.R 

Rolling W.J 

Dhar A.C 

Chatterjee S.N 

Toyal 

Elias M 





Chief Officer 
2nd Officer 

Ext Chief Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Radio Officer 
Purser 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Deck Cadet 

Radio Officer 

‘rainee Radio Officer 
Purser 


Summer 1975 


(19/09/1975) 


Captain Lightfoot A.F 
Chief Eng Officer Chalker P 


Williams J.H 

Bytheway P.S 

Marshall N.S 

Maingi R.C 

Burslem D.L 

Slade C.J 

Hodgson R 

Ormrod W.R 
Whitefoot-Greenland T. 


2nd Eng Officer 
3rd Eng Officer 
4th Eng Officer 
5th Eng Officer 
Engineer Cadet 
Engineer Cadet 
Electrical Officer 


MacDonald J.A.M 
Douglas P.F 
Pritchard S.L 
Wilkins A.D 
Kerbyson A.J 
Morris T 

Short K 


Carpenter 
Serang (Deck) 
Serang (Engine) 
Cook 
Storekeeper 


Tweedie J 
Roy S.B 
Samajpati A.K 
Ladu S.K 
Hossain M 





Winter 1975 


(16/02/1976) 


Blacker K.G 
Maingi R.C 
Marsden D 
Hughes S.P.M 
Sladovich B 
Perry D 
Haines J 
Ferry W.J 
Horton M.F 
Kimberley D 
Carpenter 
Serang (Deck) 
Serang (Engine) 
Cook 
Storekeeper 


Captain Weir R 

Chief Eng Officer Vick B 
2nd Eng Officer 
3rd Eng Officer 
4th Eng Officer 
Jnr Eng Officer 
Electrical Officer 


Firth M 

Currid J.P 
Roberts S.L 
McFadden J.P 
Brown G 


Rolling W.J 
Roy S.B 
Samajpati A.K 
Ladu S.K 
Hossain M 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 

Radio Officer 

Purser 


Summer 1976 


(10/09/1976) 


Captain Hudson A 
Chief Eng Officer MacFarlane A 





Milton W.R.F 2nd Eng Officer Roberts D 
Nyunt M.T 3rd Eng Officer Trigg A 
Christopherson P 4th Eng Officer Wilkins A.D 
Gilbert J.L 5th Eng Officer Seddon A.J 
Yeatman C.J Engineer Cadet Quirk R.J 
Holden G.R Engineer Cadet Rogers G 
Hosick L.G Electrical Officer Simpson J.G 
Hay |.D 
McNeil R 
C.P.0 Tregidgo A.J 
Serang (Deck) Huq S.K.S 
Serang (Engine) SenS 
Cook AzizA 
Storekeeper Elias M 
Winter 1976 
(23/02/1977) 
Captain Weir R 
Chief Eng Officer Evans M.R.I 
McKenna F.D 2nd Eng Officer Curtis L.F 
Kinkead P.W.A 3rd Eng Officer O'Donnell T.P 
Thelwell A.G 4th Eng Officer Whittle A.J 
Schofield A Electrical Officer Meacock R.N 
Howard P.R 
Grey R.W 
Carpenter Tweedie J 
Serang (Deck) Hug S.K.S 
Serang (Engine) SenS 
Cook AzizA 
Storekeeper Elias M 





Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Autumn 1977 


(13/10/1977) 


Captain Gowsell K 
Chief Eng Officer Yates D.C 





Lowe J.H 2nd Eng Officer Selby C.G 
Moore T.R 3rd Eng Officer Pickup R.W 
Baker MISS N.C 4th Eng Officer Sowerbutts M.T 
Schofield A Engineer Cadet Taylor | 
Kitchen N.P Cadet Act Jnr Eng Officer Fairhurst F.W 
Dennison P Electrical Officer Kerrison T.C 
Traynor J.A 
Carpenter O'Neill J.E.J 
Serang (Deck) Dey P.K 
Serang (Engine) Mukherjee D 
Cook SinghP 
Storekeeper Hussain T 
Winter 1977 
(15/03/1978) 
Captain Miller K.D 
Chief Eng Officer Brown L.G 
Southby M 2nd Eng Officer Packer C.R 
Johnson L.H.M 3rd Eng Officer Patterson F.H 
Sladovich B 4th Eng Officer Hutchinson G 
Hart P.D Jnr Eng Officer Morris T 
Singleton G.H Engineer Cadet Davies P.E 
Wilkinson J.M Electrical Officer Hallam D 
Hallett M.J 
Kimberley D 
Carpenter Preston A.G 
Serang (Deck) Dey P.K 
Serang (Engine) Mukherjee D 
Cook Singh P 
Storekeeper Hussain T 





Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Autumn 1978 


(27/09/1978) 


Captain Gowsell K 
Chief Eng Officer Parker E.A 





Moore A.M 2nd Eng Officer Higgins J 
Francis C.D 3rd Eng Officer Disley P.M 
Slade C.J 4th Eng Officer Whittle A.J 
Hook J.P Jnr Eng Officer Quirk R.A 
Beale J.H Engineer Cadet Jones G.A 
Claughton N Engineer Cadet Nellingan D.J 
Hunt N.P Electrical Officer Kerrison T.C 
Howard P.R 
Kimberley D 
C.P.O0 Paul B.K 
P.O. Aikat D.D 
P.O. Barua S.C 
Carpenter Tregidgo A.J 
Cook Toyab 
Spring 1979 
(30/04/1979) 
Captain McLeod K 
Chief Eng Officer Willoughby R.S 
Moore A.M 2nd Eng Officer Packer C.R 
Brough R.W.A 3rd Eng Officer Ramsey A.V 
Bindon P.J 4th Eng Officer Hulley P.G 
Moore C.J Jnr Eng Officer Ford M.F 
Brown S.J Engineer Cadet Hossack I.K 
Laugharne F.B Electrical Officer Hallam D 
Balmer T.H 
C.P.0 Dewan D.K 
P.O. Paul N.C 
P.O. Dastidar N.R.G 
Carpenter Rolling W.J 
Cook Elias M 


Storekeeper 


Hossain M 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Autumn 1979 


(26/09/1979) 


Captain Clayton D.R 
Chief Eng Officer Rowe A 


Moore A.M 2nd Eng Officer Ratcliffe R 
Brough R.W.A 3rd Eng Officer Pritchard S.L 
Raymond W.D 4th Eng Officer Spivey S.J 
Claughton N Jnr Eng Officer Salusbury D.V 
Chapman J.K Electrical Officer Kelly L.J 
Hume M.S 
Palethorpe J.G 
Balmer T.H 

C.P.0 Dewan D.K 

Cook Ghafoor A 

Storekeeper Hossain M 
Spring 1980 
(26/03/1980) 
Captain Weir R 
Chief Eng Officer Crowe W 

Rapley C.W 2nd Eng Officer Jones F.J 
Slade C.J 3rd Eng Officer Sillars R.M 
McGrath D.M.E 4th Eng Officer Dick P.J 
Holgate R.A Jnr Eng Officer Sillito G 
Haley G.S Electrical Officer Nolan G.P 
Wilkinson J.M 
Ormrod W.R 
Kimberley D 

C.P.0 SenN.K 

Carpenter Rolling W.J 
Cook BuxA 


Storekeeper Mohammadullah 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 

Radio Officer 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Summer 1980 


(18/09/1980) 


Captain Weir R 
Chief Eng Officer Hartharn P.J 





Williams P.G 2nd Eng Officer Ratcliffe R 
Set A 3rd Eng Officer Willoughby B 
Hart M.H 4th Eng Officer Spivey S.J 
Waddington N.P Engineer Cadet Driver S 
Thornton P.S Engineer Cadet Cunningham R.L 
Connolly T.D Engineer Cadet French M.A 
Electrical Officer McCabe S.J 
C.P.0 SenN.K 
Cook BuxA 
Spring 1981 


(21/05/1981) 


Captain Clayton D.R 
Chief Eng Officer Ashcroft T.S 


Young K.N 2nd Eng Officer Wright R.A 
Gaukrodger C.S 3rd Eng Officer Garbutt W.W 
Cooke R.F 4th Eng Officer Spivey S.J 
Halsall M Jnr Eng Officer Grundy R.E 
Gordon I.D Electrical Officer Wignall |.F 
Jones M.A 

Waddicor C.A 

Grey R.W 


C.P.0 Mukherjee K.R 
Cook Islam M 
Storekeeper Pearoo S 





Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 

Radio Officer 

Purser 


Autumn 1981 


(21/10/1981) 


Captain Clayton D.R 
Chief Eng Officer Kelly P.A 


Brocklesby M.S 2nd Eng Officer Hartley M.R.W 
Clark C.N 3rd Eng Officer Taylor R.B 
Wright P.W.J 4th Eng Officer Dick P.J 
Bennett A.J Jnr Eng Officer Critchley K.S 
Kirmond P.A Engineer Cadet Salt S.D 
Malpass A.J Engineer Cadet Cummings A.J 
Valentine G.K Electrical Officer McCabe S.J 
Kimberley D 
Carpenter Taylor H.J 
Cook Islam M 
Storekeeper Pearoo S 
Spring 1982 
(06/04/1982) 
Captain Arthur K 
Chief Eng Officer Kelly P.A 
Lowe J.H 2nd Eng Officer Lamont J.D 
Foster S 3rd Eng Officer Findlay K.W 
Shaw P.J 4th Eng Officer Hulley P.G 
Chedd D.M Jnr Eng Officer Ford S.J.F 
Wade C Electrical Officer Le Marchand A.G 
Reed A 


C.P.0 Sharma S.K.D 
Cook AzizA 
Storekeeper Elias M 


